-9203200221    Amends    58,45   &   31    to    licenses   NPF-41 .NPF-51    &   NPF-74,
respectively.revising section 6, "Administrative Controls," of TS to define lines of func-
tional responsibility more clearly & better describe technical & review activities.
QUAY.T.R. Project Directorate V. 92/03/04. 44pp. 60991:042-60991:086.

-9203200224 Safety evaluation supporting amends 58,45 & 31 to licenses NPF-41 ,NPF-
51 & NPF-74,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 3pp.
60991:087-60991:089.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203200201 Forwards amends 59,46 & 32 to licenses NPF-41.NPF-51 & NPF-74,re-
spectively & safety evaluation.Amends revise TS to allow replacement of existing 125
volt dc batteries w/new batteries.

TRAMMELL.C.M. Project Directorate V. 92/03/06. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 24pp. 60991:009-60991:038.

-9203200204    Amends    59,46   &   32   to   licenses    NPF-41.NPF-51    &    NPF-74,
respectively.revising TS to allow replacement of existing 125 voit dc batteries w/new
batteries.
QUAY.T.R. Project Directorate V. 92/03/06. 24pp. 60991:012-60991:035.

-9203200209 Safety evaluation supporting amends 59.46 & 32 to licenses NPF-41 ,NPF-
51 & NPF-74,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411), 92/03/06. 3pp.
60991:036-60991:038.

9203230275 Provides final response to allegations in 910606 & 920114 Itrs re plant op-
erations & request that plant be shut down immediately until matters resolved.Request
denied.Directors Decision DD-92-01 encl,providing reasons for denial.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
16. COLAPINTO.D.K., KOHN.S.M. National Whistleblower Center. 7pp. 61057:292-
61057:316.

-9203230291 Directors Decision DD-92-01 re DK Colapinto & SM Kohn 910606 Itr pre-
senting 10 allegations re various facets of plant operation & requesting that plant be
shut down immediately until matters resolved.Request denied.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
16.16pp. 61057:294-61057:309.

-9203230294 Notice of issuance of Directors Decision DD-92-01 under 10CFR2.206 re
10 allegations concerning plant operation made by DK Colapinto & SM Kohn in
910606 Itr.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
16, 2pp. 61057:310-61057:316.

9203240300 Responds to 920116 amend request re proposed deletion of Type C test-
ing for 8 valves in shutdown cooling sys for each unit.per 10CFR50,app J, "Primary
Reactor Containment Leakage Testing for Water-Cooled Power Reactors."
TRAMMELL.C.M.  Project Directorate V. 92/03/19. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 61085:300-61085:303.

9203270188 Application for amends to Licenses NPF-41,NPF-51 & NPF-74, relocating
certain cycle-specific parameters from TS to unit-specific core operating limits rept.per
Generic Ltr 88-16.Core operating repts for all three units encl.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/19. Document Control Branch (Document Control Desk). 12pp. 61168:159-
61169:069.

-9203270200 Proposed,marked-up TS to support Generic Ltr 88-16, relocating certain
cycle-specific parameters from TS to unit-specific core operating limits rept.

*  Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19.
150pp. 61168:171-61168:336.

-9203270202 "Core Operating Limits Rept.Palo Verde Nuclear Station,Unit 1,Cycle 3."

*  Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19.
23pp. 61168:337-61169:023.

-9203270203 "Core Operating Limits Rept.Palo Verde Nuclear Generating Station,Unit
2,Cycle 4."

*  Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19.
23pp. 61169:024-61169:046.

-9203270206 "Core Operating Limits Rept.Palo Verde Nuclear Generating Station,Unit
3,Cycle 3."

*  Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19.
23pp. 61169:047-61169:069.

9203310066 Forwards response to NRC station blackout safety evaluation recommen-
dations transmitted w/920211 Itr & clarification of info contained in TER SAIC-91 /
1250.Requests change in schedule for implementation of battery back-up mods.
CONWAY.W.F. Arizona Public Service Co. (formerly,, Arizona Nuclear Power Project).
92/03/20. Document Control Branch (Document Control Desk). 13pp. 61205:083-
61205:095.

9203310080 Application for amends to Licenses NPF-41,NPF-51 & NPF-74, revising TS
Section 3/4.9.9 to change containment purge valve isolation sys operability require-
ments for consistency w/other containment penetration operability requirements.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/20. Document Control Branch (Document Control Desk). 8pp. 61205:069-
61205:082.

-9203310083 Proposed Tech Specs Section 3/4.9.9 re containment purge valve isola-
tion sys.

*  Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/20. 6pp.
61205:077-61205:082.

9203310295 Forwards Recorded Calculation SA-ALL-NCR-92-003-00, "Subgroup 4.5 &
22 CEA Slip Analysis for Reactor Power Cutback Timer." Calculation withheld (ref
10CFR2.790).

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/24. Document Control Branch (Document Control Desk). 9pp. 61217:001-
61217:009.

Q. Inspection reports, IE Bulletins & correspondence

9203030014 Forwards insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on
920113-17.No violations or deviations noted.

REESE.J.H. Region 5 (Post 820201). 92/02/05. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:053-60753:060.

-9203030018 Insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 920113-17.No
violations noted.Maior areas inspected:status of emergency preparedness program &
followup on items.

QUALLS.P.M.,  REESE.J.H.  Region 5 (Post 820201).  92/02/05. 4pp.  60753:056-
60753:060.

9203030077 Forwards enforcement conference rept 50-528/92-08, 50-529/92-08 & 50-
530/92-08 on 920211.Violations discussed during conference will be subj to separate
correspondence.

SCARANO.R.A. Region 5 (Post 820201). 92/02/14. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:280-60753:308.

-9203030085 Enforcement conference repts 50-528/92-08,50-529/92-08 & 50-530/92-
08 on 920211.Major areas discussed:description of violations noted in 920113-23 se-
curity insp as documented in insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01.
REESE.J.H. Region 5 (Post 820201). 92/02/13. 26pp. 60753:283-60753:308.

9203060057 Responds to NRC 920203 Itr re violations noted w/assurance that matters
raised receiving top level mgt attention & enhanced oversighLAII hands personnel
briefings including contractor staff held.Formal response to EA-91-182 follows..
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/14. MARTIN.J.B. Region 5 (Post 820201). 2pp. 60867:029-60867:031.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203060080 Forwards insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on
911218-920125 & notice of violations.

. RICHARDS.S.A. Region 5 (Post 820201). 92/02/20. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 6pp. 60804:019-60804:058.

-9203060084 Notice of violation from insp on 911218-920125.Violation noted:training
record for fire barrier inspectors inaccurate in that three names included among those
listed as attending training.
* Region 5 (Post 820201). 92/02/20. 1p. 60804:025-60804:025.

-9203060088 Insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 911218-
920125.Violations noted.Major areas inspected:review of plant activities, ESF sys
walkdowns.surveiilance testing, plant maint.falsified training record for fire barrier insp.
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 33pp. 60804:026-60804:058.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."

- CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203030135 Responds to violations noted in Insp repts 50-528/91-41, 50-529/91-41 &
50-530/91-41 on 911110-1217.Corrective actions:involved control room operator tem-
porarily removed from shift & disciplined per positive discipline program.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/21, Document Control Branch (Document Control Desk). 15pp. 60802:001-
60802:015.

9203060037  Forwards  insp  repts  50-528/92-04,50-529/92-04  &  50-530/92-04  on
920113-17 & 0204-05.No violations or deviations noted. NRC concerned w/lack of
sys engineering involvement in processing of limited design change packages.
KIRSCH.D.F. Region 5 (Post 820201). 92/02/21. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60803:183-60803:192.

-9203060068  Insp  repts  50-528/92-04,50-529/92-04  &  50-530/92-04  on  920113-
0205.No violations noted. Major areas inspected: corrective actions for previously iden-
tified items & review of documentation on unit 1 pressurizer instrument nozzle.
NARBUT,P.P. Region 5 (Post 820201). 92/02/11. 5pp. 60803:186-60803:192.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9203050075 Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 On
920113-23 & notice of violation.

SCARANO.R.A. Region 5 (Post 820201). 92/02/24. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247.

-9203050085 Notice of violation from insp on 920113-23.Violation noted: on 91l227,se-
curity officers failed to positively control access to vital fuel bldg by allowing three indi-
viduals to enter vital area w/o logging names or badge numbers.
' Region 5 (Post 820201). 92/02/24. 3pp. 60790:245-60790:247.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.ines Per NRC Bulletin 88-008."
